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Trloit to 2B 19^8, it t^a^; Umt -^qmU^ bi^li teat 

^hioli .differ im their baloatged- to Pl^t m 

Firmj of teat atasda Iloa 1 aM 2 ^ 

uoed for the teatlog of turbojet The trestle i^iomUag th® 

is suapo2id#d plate apriiag®^ ^eh-4<© ^ 200 x 3 

has h^dra-olic equipae^t for absorbing 
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Test stand !lo 3 is fer testing of tebaprop It la 

equippod^^tb a water bra^e power ^absorption of 6g000- hp and a 

h^d2^ulio wasuriug apparatus ^for a rsmining thrust of' up to l^CX^ 
kphj &B well as & li^drauUs torque IMioator^ feat at&M’ llo 4 which 
is used fc^ tba testing of a^^^ressora la equi^ed with a 
eleotrossotor for starting eoxx^l a to opi^rossors. 
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of the Oiaiturboprop^ ©quipped .wito propell^- br^e,.. ' Those stands 
.are a«jhMul^ to ha^ a; m^suriag ohasnel of 10 :e 10 Maters, ae 
against 7<,5 x ?«5 metora .oa toe amilabl© staMSs Kiscaira tiosi work 
for these stands started in June 195S adjacent to staM Ho 4, 


It has also been pXh^n^ to sti^ in atout ^tobar 1953 

work ©u stand^ Ho i sp that It can b© used for the testing of 01B-. 

turl^oprop^ with propeller® Work Incl^^ad construetioiMl. change© on 

toe trestl© -and the J^nstoll^tioii af a concreto propelled" shleldt- 

Work was sch^uled. to last^tto®e i^,ntoa®.„ 


C^m^fn% Attoohed is: 


, - - ---- the teneK ia th© of a drat^ing 
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